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The Hradek plant near Rokycany was originally a plant of the Prague Iron 
Conpany, but after nationalization the factory became a part of the United 
Steel ‘orks, National Corporation. A new rolling mill has been constructed 
as a part of the Five Year Plan. Ii is equipped with six preheating furnaces 
(predehrivaci) and a chimey 5 m. high, At the same time the steel works 
were enlarged by the addition of a new Martin furnace. The two original 
Martin furnaces are being repaired, Teplotechna of Domaglice built the 


rolling mills and chimney and installed the furnaces. 
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